6.  Using figure 2, select the correct statements.

a.   The class of feedback is degenerative.

b.   The amount of feedback is determined by the collector
current.

c.   Beta is equal to approximately R

d.   e   is equal to Rj? x Aljg.

e.  The type of feedback is voltage feedback.

7.

Figure 2
Using figure 3, select the correct statements.

_ a.
_ t>.

Beta is the ratio of R to

Beta is the ratio of Rj_ to Rf + RE
CE is to prevent regeneration.

c
d
e

The type of feedback is a-c voltage and a-c current
The type of feedback is a-c voltage.
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